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Material Safery Data Sheet 

May be -jsec to ccmciy wrtb 
CSHA's HazarC Communicanon Stanc 3 ard. 
29 CFR I 910 .t 200 . Stancard rnust.be 
ccnsufted for soecnic reauirements. 


IDENTITY (As Usea on Laoei anc Ust) 

RADIO SHACK OIL WITH TEFLON 

Note: BianK scaces are no: Dermntec. if any nem is not aooucaDie. or no 
inromiaijon is avaiiaDte, me soacs must Pe manced to matcate mat 

Section 1 

Manuracruner's Name 

SYNCO CHEMICAL CORPORATION 

Emerpency Teteprcne Numoer 

516-567-5300 

Address (NumDer, S&set City. SlazB. and ZIP Coae) 

24 DaVINCI DRIVE 

Teieonone Numoer tor Intormanon 

516-567-5300 

BOHEMIA NY 11716 

Date Prepared 

12/14/92 


Signature of Preparer (opoona/) 


Section II — Hazardous ingredients/identity Information 

Umos 

Hazanbots CofTronents fSoedfic Cnemicai Identity; Common Name(s)) OSHA PEL ACGIH TLV Recommenoed % (oottonaJ) 


U.S. Department of Labor 

Occ'jcational Safer/ anc heaitn AcminisTration 
(Non-Manaatorv rormj 
Form Aooroved 
0MB No. 1218-0072 



SYNTHETIC HYDROCARBON 85-95^. 

FUMED SILICA 1 - 50 / 

ANTI-OXID.ANTS 1 - 2 % 

THERM.AL ST.ABILIZERS 1 - 2 % 

POLYTETRAFLUOROETHYLENE ■ . , , 2 -AJ 0 


Section III — Physical/Chemical Characteristics 


Boiling Point 

1 N/A 

Specific Gravny (HjO - 1) 

I .89 

Vapor Pressure (mm Hg.) 

i 

N/E 

Mciting Poun 

n/a 

Vapor Denary (AJR « 1) j 

N/E 

Evapora&on Rate 
(Butyl Acetate - 1) 

N/E 


Solubility in Water 

Ofo 


Appearance and Ooor 

MILKY WHITE. VIRTUALLY NO ODOR 


Section IV — Fire and Explosion Hazard Data 


Rasn Pam (Metnod Used) 

RammaPie Limits 

LEL 

UEL 

525°F C.O.C. 

N/A 

N/E 

N/E 


Ex&ngusning Media 

CARBIN DIOXIDE, DRY CHEMICAL 


SpecaJ Rre Rgnong PiDcedures 

SELF-CONTAINED RESPIRATORY PROTECTION SHOULD BE PROVIDED FOR FIREMAN 
FIGHTING FIRES IN BUILDING OR CONFINED ARE.A.S 

Umisuai Rre and Exp^oson Hazaros 

NONE 


SYNCO 

CHaUOtt. 

CDflPOftimON 


2A DAvt»*a o«fv? 

NEW YORK il7U 


OSHA 174. Sen:. 1985 
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Section V — Reactivity Data 



!ac4iity 

UnsiaDiQ 


Slazie 


Concitjons to Avoia 

N/E 


Incsmpatibility {Matenals to Avoi^ 

xNVE 


Hazarocus Oeccmposnicn or Byprocucs 

BURNING CAN PRODIX^LC 


Hazantous May Occjr 

Pccymenzancn 

Will Not Ocair 

A 


Section VI — Hearth Hazard Data 


Healtn Hazarcs (Acuta ana Ctvone) 

NO EVIDENCE OF ADVERSE EFFECT FROM AVAILABLE INFORMATION ON SWALLOWIN' 


SKIN ABSORPTION AND INHALATION: MAY CAHSF SLIGHT IRRITATION IN CONTACT 




Ccncrtions to Avo*c 


N/E 


Rouieis) of Entry: innaiaoon? Skin? incesoon? 

AVOID WHEREVER POSSIBLE 


WITH SKIN AND EYES 


Caronogenicry; NTP? 

N/E 


lARC Mooocracns? 

N/E 


OSHA Recuiated? 

N/E 


Signs and Symptoms of Exposura 

CONTACT WITH EYES MAY RESULT IN SLIGHT EYE I RR 


REPEATED SKIN CONTACT ^ 


Meoicai Conoitions 

Generaify Aggravated by Exposure N/E 


Emerpency and Rrs Aid Procedures 

SKIN: REMOVE BY WIPING AND WASH WIT 


COPIOUS AMOUNTS OF WATER. 


Section VII — Precautions for Safe Handling and Use 


Steps to Be TaKsn in Case Maienal Is Hetaased or Spilled 


SPILLS SHOULD BE ABSORBED OR SCRAPED UP. 


PROLONGED 


TO SOME INDIVID 




EYES: FLUSH w: 



Wasa Disocsai Memod 

USE METHOD OUTLINED IN .LOCAL 




[ONS.- • ' 


LOCAL EPA OFFICE. 


. . . _ . 

• 



PracaLcons to Be Taxan in Handling and Storing 

NORMAL PRECAUTIONS COMMON TO 

GOOD 

MANUFACTURING 

PRACTICES 

SHOULD 

BE 


FOLLOWED IN HANDLING AND 


Otner Precautions 

SURFACE SUBJECT TO SPILLS WITH THI, 


Section VIII — Control Measures 




CAN BECOME SLIPP 




ResoraiDry Protecaon (Speafy Type) 

N/A 


Vertolaoon Local Bdtaust 

N/A 

\r / j Mecnanical I’Geoersfl 

N/A 


Protscovo Gloves 

RUBBER OR PLASTIC 


Otner Prctacsve Cctrang or Eauiomem 

EYE BATH AND SAFETY SHOWER 


Specul 

N/A 


Other 

N/A 


Eye P rctBc aon 

SAFETY GLASSES 


WorWHyaenic Pracocss 

TRAIN EMPLC 


N EMPLOYEES IN PROPER USE. 


Pnga 2 


» UiCLPO. i9«-i9l-529/45775 




























